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ERRATA. 

Page 317, line 3, for Chas. U. Holden read Chas. N. Holden. 

“ “ 6, “ Altie read Attie. 

“ 3-4 37 > “ Otto Herman Behr read IMessrs. Otto and 

Iterman Behr. 

Page 326 line 6, for Witmer Stone read H. W. Fowler. 

For additional Errata see ajitea,^ p. 25S. 


